INDIAN COINAGE, WEIGHTS AND
MEASURES
THE unit of the Indian currency is the silver rupee. At the present
rate of exchange, the rupee is equal to is. 6d. sterling. The rupee is
divided into 16 annas, and the anna into 12 pies.
The method of numerical notation in India differs from that
prevalent in Europe. Large numbers are not punctuated in hundreds
of thousands and millions, but in lakhs and crores. A lakh is one
hundred thousand and written out as 1,00,000. A crore is one hundred
lakhs and written out as 1,00,00,000.
The standard unit of weights in India is the maund. The maund
is divided into 40 seers, and the seer into 16 chhattacks. The maund
is equal to 82*28 Ib. Av.